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UNCLAS BERN 2652 
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E.O 1 1652: N/A 
TAGS: AFSP, ASEC 

SUBJECT: ALARM SYSTEM FOR NEW CONGEN ZURICH 
REF: BERN 2614; STATE 151281 

1. AFTER FURTHER DISCUSSION WITH LOCAL AUTHORITIES AND 
SECURITY EQUIPMENT SUPPLY FIRMS BY CONGEN ZURICH OFFICERS AND 
R 0, IT BECAME CLEAR THAT TO HAVE AN EFFECTIVE ALARM SYSTEM, 
ADDITIONAL COMPONENETS WOULD BE REQUIRED BEYOND THE SYSTEM PRE- 
VIOUSLY DISCUSSED. THE COST INVOLVED WOULD BE APPROXIMATELY 
DOLS 6,800 WHICH SEEM TO US AND OUR SY TECHNICIANS TO BE 
EXCESSIVE FOR A MARGINAL SECURITY INCREMENT. 

2. EMBASSY, CONGEN AND RSO BELIEVE EXISTING PROTECTIVE MEASURES 
ARE SUFFICIENT TO PROVIDE ADEQUATE PROTECTION OF CLASSIFIED 
MATERIAL UNTIL COMPLETION OF PROPOSED SECURE AREA (SEE BERN 
2593). 

3. ADDITIONAL FUNDS AUTHORIZED STATE 151281 (DOLS 2,500) WILL 
THEREFORE NOT BE USED. PROGRAM ALLOTMENT SHOULD BE DECREASED 
ACCORDINGLY. 
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